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January 15, 1963 
City Hall 
Lansing, Michigan 
Members present: Carl Moore, Keith 
Norris, Deane Battley, Howard Lutz and 
E, J. Baker, 


Inspectors Donald E. Deal and Ray 
Dwyer. 


Meeting called to order at 7:00 P.M. by 
Chairman Carl Moore. 


Minutes of last meeting discussed and 
approved. 


There were no applications for examina- 
tions. 


Secretary reported results of past due 
bill collections. 


Inspectors reported on the request to in- 
vestigate Frandor report. 


Letter from Baron Whittaker, Chairman 
of the National Electrical Code Committee, 


’ answering our question on proper inter- 


pretation of Section 250-23B of the 1962 
N.E.C. 


Request from Mr, Norris that future let- 
ters, concerning Board action, state the 
subject of the letter, clearly, in the first 
paragraph, other Board members agreed 
and the Secretary was so instructed. 


The case of State Heating and Venti- 
lating Company, owner Mr. Wardwell, was 
brought up and discussed. 


There was a discussion of the business 
outlook for the new year. 


Motion to adjourn was seconded and 
passed at 9:00 P.M. 


Respectfully submitted, 


DONALD E. DEAL, 
Secretary. 
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The Director presented the proposed 
budget as approved by the Finance Com- 
mittee. Considerable discussion followed 
which centered on the need for funds to 
develop a comprehensive plan for the down- 
town area and the need for additional funds 
to help to accomplish the downtown plan 
and meet the City’s responsibility for the 
development of the proposed Major Trans- 
portation Plan. 


It was moved and supported that the 
budget be approved. 


Adopted by an 8 yea and 0 nay vote. 


MARCH 4, 1963 


The Capital Improvements Program was 
presented for final adoption. The letter of 
transmittal to the Mayor and Members of 
the Council was read and it was moved that 
the 6 Year Capital Improvements Program 
be approved and forwarded to the Mayor 
and City Council. 


Adopted by an 8 yea and 0 nay vote. 


The meeting adjourned at 12:00 mid- 
night. 


RAYMOND C. GUERNSEY, 
Secretary. 
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February 18, 1963 

February 15, 1963 

City Hall 

Lansing, Michigan 
Members present: Keith Norris, Dean 


Battley, Carl Moore and Howard Lutz and 
Inspectors Donald E. Deal and Ray Dwyer. 


Karl Baecker requested examination for 
Masters license. 


_ Request granted and examination started 
in another room under supervision of Mr. 
Dwyer. 


Meeting called to order at 7:00 p.m. by 
Chairman Moore. 


Minutes of the last meeting were read 
and accepted. 


Inspectors reported 4,767 electrical in- 
spections in 1962 including 67 conferences 
with Engineers and Contractors. 


Inspection methods and time spent on 
free safety inspections was discussed. 


Mr. Echart of Underwriters Laboratories 
eame in Tuesday morning and spent the 
day in the field with Mr. Dwyer. 


Mr. Moore showed a sample of an inspec- 
tion light and asked the Board for opinions 
as to safety. This is a small tubular light 
that should be valuable in small spaces. 


Motion to adjourn at 9:05 passed. 


Respectfully submitted, 
DONALD E. DEAL, 
Secretary. 
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Proceedings, March 19, 1963 





Members present: Howard Lutz, Carl 
Moore, E. J. Baker and Inspector Ray 
Dwyer. 


David Coven requested examination for 
journeyman’s license. 


Request granted and examination started 
in another room under supervision of Ray 
Dwyer. 


Meeting called to order at 7:10 p.m. by 
Chairman Moore. 


Ray Dwyer was asked to serve as acting 
secretary by Chairman Moore. 


Report by Ray Dwyer that Mr. Deal 
has been ill with the flu for the past 
couple of weeks. 


Discussion on the 1962 National Electrical 
Code and the different type of inspections 
being done in the field. 


Motion to adjourn at 8:20 p.m. 


Passed. 


Respectfully submitted, 


RAY DWYER, 
Acting Secretary. 
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Members present: Keith Norris, Carl 
Moore, E. J. Baker, Howard Lutz, and 
Inspector Ray Dwyer. Dean Battley absent. 


Meeting called to order at 7:00 p.m. by 
Chairman Moore. 


Minutes of the last meeting were read 
and accepted. 


Ray Jusick requested examination for a 
home owners permit to install electrical 
wiring. 


Permit granted, 


Arnold Olson requested examination for 
a home owners permit to install wiring. 


Permit denied. 


Robert Schmidt requested examination 
for a home owners permit to install electri- 
eal service. 


Permit denied. 


Discussion on underwater lights for 
fountain use in the Frandor Mall was pre- 
sented by Mr. Lutz. 


Discussion of fusing boulvard lighting 
with limitrons fuses. 


Motion to adjourn at 9:40 p.m. 
Respectfully submitted, 


RAY DWYER, 
Acting Secretary. 
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Proceedings, May 21, 1963 


Members present: Howard Lutz, Carl 
Moore, E. J. Baker, Keith Norris, and In- 
spector Ray Dwyer, 


Absent: Dean Battley and Donald E. 
Deal, Secretary. 


Meeting called to order at 7:05 P.M. by 
Chairman Carl Moore. 


Minutes of the last meeting read and 
accepted. 


There were no applications for exami- 
nations. 


A motion was made by Mr. Baker and 
seconded by Mr. Norris that all delinquent 
inspection fees shall be reported at each 
board meeting. 


Carried. 


General discussion. 


Meeting adjourned at 8:15 P.M. 
Respectfully submitted, 
RAY DWYER, 


Acting Secretary. 
B/P 








A collaborative digitization project of the City of Lansing and 


579 


OFFICIAL PROCEEDINGS OF 


BOARD OF ELECTRICAL EXAMINERS 
OF THE CITY OF LANSING 





Proceedings, June 18, 1963 


Members present: Chairman Carl 
Moore, Howard Lutz, Keith Norris, E. J. 
Baker and Dean Battley, Inspectors Donald 
E. Deal and Ray Dwyer. 


Meeting called to order at 7:05 P.M. by 
Chairman Moore. 


The minutes of the last meeting were 
read and accepted as read. 


There were no delinquent accounts re- 
ported. 


Members of the Board noted in Council 
minutes that the Council has been re 
quested to amend the Electrical sections of 
the Building Code. The Board feels that, 
in view of the wording of Section 9.40 
paragraph 2 and Section 9.49 paragraph 
7, this Board should have been consulted or 
at least have been notified of the intent. 


The Board requests the secretary write a 
letter to Mr. Lonergan on the subject. 


A letter from Councilman Bradshaw was 
read and discussed. 


The Board requests that Mr. Summers, 
of the Board of Water and Light, be in- 
vited to the next meeting. 


The Board discussed, at length, the re- 
cent storm damage and the difficulties ex- 
perienced by lack of communications. 


Motion to adjourn passed at 8:05 P.M. 


DONALD E. DEAL, 
Secretary. 


C/P 
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Proceedings, July 16, 1963 


Members present: Howard Lutz, Carl 
Moore, Keith Norris, Dean Battley and In- 
spectors Donald E. Deal, Ray Dwyer and 
Dale Hoover. 


Meeting was called to order at 8:05 
P.M. by Chairman Moore. 


Mr. Baker was excused. 


Russell Pollard and William Ramsey ap- 
peared for examination for Journeyman 
License. The examinations were conducted 
in separate rooms by Mr. Hoover and Mr. 
Dwyer. 


Merril Fullerton of 919 May Street, re- 
quested a home-owners permit to install 
new residential service at the above ad- 
dress. The Board requested applicant to 
submit a sketch of proposed work to assist 
them in visualizing his ability to perform. 
Mr. Fullerton agreed to do this. 


At this point The Board was unanimous 
in re-stating their rule that all home owners 
submit a sketch of the proposed work in- 
volved in the permit requested. 


Messrs. Bryan, Jonas and Hankin were 
interviewed concerning an illegal service 
installation. The work was good, but there 
was no electrical permit for a service in- 
stallation. The Board concurred that a 
series of misunderstandings was responsible 
and that no violation was intended. Proper 
action was agreed upon and taken. 


Allen Kuepfer, 2000 Massachusetts, re- 
quested permit to install a new service at 
the above address. The Board requested that 
Mr. Kuepfer submit a sketch to the in- 
spector and authorized the inspector to act 
in this one case. 


There was a discussion on the terms of 
Board members. Mr. Deal was requested 
to obtain correct terms. 


The new examinations were requested 
for checking. 


Election of officers: 


Mr. Carl Moore was nominated for 
Chairman and nominations were closed. 


Mr. Keith Norris was nominated for Vice 
chairman and nominations were closed. 


A motion was passed for the secretary 
to cast a unanimous ballot for each. 


Motion to adjourn was passed at 9:10 
M. 


Respectfully submitted, 


DONALD E. DEAL, 
Secretary. 


S/P 
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Proceedings, August 20, 1963 


Members present: Dean Battley, How- 
ard Lutz, Carl Moore and Keith Norris, 
and Inspectors Donald Deal and Dale 
Hoover. 


Meeting called to order by the Chairman 
Carl Moore at 8:05 P.M. 


Mr. Baker was excused. 


Minutes of the last meeting were read 
and approved as printed. 


Don Ferguson of 227 West Hodge Street 
requested a permit to install a new service 
at the above address, his home, A sketch 
was submitted and an oral examination 
was given. 


Motion by Lutz, seconded by Norris, 
permit be granted. 


Passed. 


Mike Neimerberger, 1143 Hapeman 
Street, requested a permit to install a 
mew service at the above address, his 
home. <A sketch was submitted and an 
oral examination was given. 


Motion by Norris, seconded by Battley, 
new sketch be submitted to inspector for 
approval. 


Passed. 


Donald Lundy, 1601 Osborn Road, re- 
quested a permit to install a new service 
at the above address, his home. A sketch 
was submitted and an oral examination 
was given, 


Motion by Norris, seconded by Lutz, 
permit be granted. 


Passed. 


The Board was requested to investigate 
and consider the need for different sizes 
in residential services. Large houses being 
built, are found to have insufficient service 
capacity. 


The Board requests the Secretary to 
compose a question of this nature and 
present it to the Code Panel at Omaha 
at the Code Conference for consideration 
on the floor. A record of the remarks 
will be returned to this Board for further 
consideration. 


Motion to adjourn at 8:30 P.M. 


Inspectors remained to complete con- 
tractors examination being written by 
David L. Benson. 


Respectfully submitted, 


DONALD E. DEAL, 
Secretary. 
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Proceedings, September 17, 1963 





Members present: Carl Moore’ and Proposed letter to the National Code 
Howard Lutz and Inspectors Donald E. Panel being held in Omaha, read and 
Deal, Ray Dwyer and Dale Hoover—5. approved. 


Excused: Keith Norris on vacation, Dean 
Battley in hospital, and E. J. Baker was 


working—3. Discussion completed at 9:15 P.M. 


Meeting not called to order, quorum not 


mitees Respectfully submitted, 


Chairman Moore suggested the time be 
used for general discussion of inspectors DONALD E. DEAL, 
problems. Those present agreed. Secretary. 
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Proceedings, October 15, 1963 





Members present: Carl Moore E. J. 
Baker, Howard Lutz and Keith Norris and 
Inspectors Donald Deal, Ray Dwyer and 
Dale Hoover. 


Excused: Dean Battley because of illness. 


Meeting called to order at 7:10 P.M. by 
Chairman Moore. 


The minutes of the last meeting were 
read and approved. 


Albert Richmond and Francis Tebeau 
applied for journeyman examination. The 
examinations were started in separate 
rooms under supervision of Mr. Hoover. 


Norman Eastman of 3420 Maybel Street, 
requested a permit to install a 100 amp 
service in his home at the above address. 
Mr. Hoover reported that other work per- 
formed by Mr. Eastman has been satis- 
factory. Plan submitted was excellent. 


Permit granted. 


Stanley DeYoung, 2228 Herrick Dr. re- 
quested a permit to install a 150 amp 
service at his home at the above address. 
Mr. DeYoung did not have a drawing and 
was not too clear in answering questions. 
Motion made, seconded and passed—Mr. 
DeYoung either submit a _ satisfactory 


drawing to inspector Deal or have a 
qualified contractor perform the installa- 
tion. 


Idus Williams Rogers requested an 
audience with the Board to request a 
journeyman license. Mr. Rogers appears 
to have had the experience required, but 
needs to study the present code. The Board 
granted him a temporary permit to work 
until November 19, 1963 with the stipula- 
tion that he will be prepared to write the 
examination on that date. 


Delbert Hannahs of 202 South Eighth 
Street was given a temporary permit to 
continue as B & D Electric who are pre. 
sently licensed by the State at a former 
address. He will transfer said license to 
Lansing before the temporary permit 
expires. 


There was a lengthy report on the 
meeting at Omaha. Meeting was opened 
to general discussion. 


Motion to adjourn was passed at 9:00 
M. 


Respectfully submitted, 


DONALD E. DEAL, 
Secretary. 
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Proceedings, November 19, 1963 





Members present: Dean Battley, Keith 
Norris, E. J. Baker and Howard Lutz and 
Inspectors Donald E. Deal, Ray Dwyer and 
Dale Hoover. 


Excused Carl Moore. 


Meeting called to order at 7:00 P.M. by 
Vice-Chairman Norris. 


Robert Leathers requested examination 
for Master Journeyman license. Allen R. 
Thurber requested examination for Journey- 
man license. Examination started under 
supervision of Inspector Hoover. 


Minutes of the October 15th meeting 
read and accepted as read. 


Robert Chadwell of 916 Malhon Street 
requested permission to install the service 
in a new house he is building and intends 
to move into when it is completed. Mr. 
Chadwell presented an excellent drawing 
and was interviewed by the Board. He has 
performed the other wiring in the house 
to the complete satisfaction of the in- 
spector. 


Motion by Battley, seconded by Lutz 
that permission to install service be 
granted. 


Passed. 


Delbert Hannahs appeared for review. 


Motion by Battley, seconded by Baker 


that Mr. Hannahs be allowed a thirty (30) 
day extension on the transfer of License 
to the City. 


There was a short discussion of the 
applicants who are now writing the ex- 
amination. 


Idus William Rogers appeared for ques- 
tioning, Mr. Rogers has serious illness 
in his family and this presents a personal 
hardship. 

Motion by Battley, seconded by Lutz to 
extend his temporary working permit to 
January 21, 1964. 


Passed. 


A general discussion followed. 


A motion by Lutz to adjourn at 8:30 
P.M. seconded by Baker. 


Passed. 


Examinations were completed at 9:30 
P.M. 


Respectfully submitted, 


DONALD E. DEAL, 
Secretary. 
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Proceedings, December 17, 1963 





Members present—Howard Lutz, Keith 
Norris and Car] Moore. Inspectors Donald 
E. Deal, Ray Dwyer and Dale Hoover—6. 


Meeting called to order at 7:15 P.M. by 
Chairman Moore. 


Dell Hannah and Idus Rogers appeared 
for examination and were started under 
supervision of Mr. Hoover. 


Minutes of the last meeting were read 
and approved as printed. 


Chairman Moore reported that he is not 
receiving the council minutes through the 
mail. 


Lawrence Lynch, owner of 426 South 
Clemens Street, Lansing, requested per- 


mission to install a new 100 ampere ser- 
vice and rewire his home. Mr. Lynch pro- 
vided a drawing of the proposed installa- 
tion and answered questions to the satis- 
faction of the Board. 


Motion by Norris, seconded by Lutz, per- 
mit be granted. 


Passed. 


A general discussion followed and a mo- 
tion to adjorn was passed at 9:05 P.M. 


The examinations were completed at 
9:35 P.M. 
Respectfully submitted, 


DONALD E. DEAL, 
Secretary. 
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